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TO SECSTATE WASH DC 0360 

CONEIDENTIAL OECD PARIS 02793 

EXCON 

E.O. 11652: XGDSl 

TAGS: ESTC, COCOM, PL, UK 

SUBJECT: UK CAMERA TUBE TO POLAND-IL 1585 

REF: (A) COCOM DOC (75) 2140 (B) STATE 12920 

ERENCH EXPERT (GAMET) JOINED BY UK DEL QUESTIONED 
RELEVANCE OF THIRD CONDITION IMPOSED REFTEL B 
NOTING THAT INTEGRAL POWER SUPPLIES ARE NOT APPROPRIATE 
EOR SUCH EQUIPMENT. ERENCH DEL REQUESTED US CLARIFY 
WHY SUCH A CONDITION WAS REGARDED BY US AS RELEVANT. 

UK DEL INDICATED HE WOULD REEER US CONDITION TO HIS 
AUTHORITIES FOR THEIR REACTION. 
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